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CONFIDENTIAL 
PAGE 01 STATE 053435 
62 

ORIGIN SY-05 

INEO OCT-OI EUR- 1 2 NEA-09 ISO-00 EBO-02 A-01 /030 R 

DRAETED BY A/SY/T: CDISNEY:PH 
APPROVED BY A/SY/T: DGEISCHER, CHIEF 

113561 

R 102129ZMAR75 
EM SECSTATE WASHDC 
TO AMCONSUL ERANKEURT 
INEO AMEMBASSY ISLAMABAD 
AMEMBASSY NEW DELHI 

CONEIDENTIAL STATE 053435 

E.O. 11652:GDS 

TAGS: ASEC 

SUBJECT: ACR AIR CONDITIONING UNIT 

ERANKEURT FOR RTC FROM SY/T, ISLAMABAD EOR RSO, NEW DELHI 
EOR TSO AND RSO. 

1. IE POSSIBLE, REQUEST CONSTRUCT FOUR TRANSITION DUCTS FOR 
MILITARY TYPE (KECO) AIR CONDITIONER. 

2. UPON COMPLETION, REQUEST POUCH DIRECT RSO ISLAMABAD AND 
ADVISE TSO NEW DELHI AND SY/T. INGERSOLL 
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